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THE DIRECTOR OF CENTRAL INTELLIGENCE 
WASHINGTON, D.C. 20505 


4 November 1974 


Major General Edward B. Giller, USAF (ret. ) 
Assistant General Manager for National Security 
Atomic Energy Commission 

Washington, D. C, 20545 


Dear Ed: 


Thank you for your letter of 24 October providing me 
with your comments and concerns on DCID 1/7, Other 
USIB members have also identified some problem areas. 
lam, therefore, referring your proposal and those of the 
other Board members on DCID 1/7 to the Security Committee 
for review and resubmission to the Board following consider- 
ation of all of the issues which have been raised. 


Sincerely, 
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